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j ey Z0F yan aes ROGERS 8-5000 


Gen ERAL PRECISION LABORATORY 


IN COR POR AT € DOD 


63 BEDFORD ROAD, PLEASANTVILLE, NEW YORK 


January 27, 1950 


deadquartera Detachnent 
Rolling Air Forte Base 
dastineten 25, 3, C. 


tsenbions BE &ontrecting uffieer 

Subdecte G ntrset Lit e226 

Gort Lenen: 

Se wish to advise you thet to dete we have not received fron the 
édrevaft Nanufacturer the ecko required te accomplish Item 2 of the 
contract. 

A weoent cheek with the monufecturer disclosed thst the Hacks were not 
eveileble for shipment end thet they could not cive ue an estimate of 
when they would be shipped. 


We weald eppreeinte any ascletonce thet you sen give in expediting the 
delivery of this uit. 


Very truly yours, 
STATINTL 


WOE se? 
5 nae 
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STATINTL 
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